library 


BAENAOX  RURAL  'DISTRICT . 

ABBREVIATED  ApTU  AL  REPORT  OP  THE  MUD  I CAL  OFFICER  TP  HEALTH . 

FOR  THE  YEAH  1949. 


Pul 1 i c Heal th  Officers  of  the  Autho rity : - 

Mec-i  • al  Officer  of  Health:-  W.  An  ley  Hawes , M.B.  ,B.S.  ,D.P.H.  ,I«onr 
... . • ■ Part  Time. 


San  it ary  Ins  p actor : - 


• Mr . C . Gr e en . K . R . , S an . I . »M . S . I . A 


My  Lord,  Ladies  ana  Gentlemen, 

I Lore  with  bog  to  submit  my  report  for  the  year  1949, 
which  from  the  Publ ic ~Eoal  th  aspect  can  be  considered  very 
satisfactory. 

The  Birth  Rato  of  24.9  and  Death  Rate  of  9.3  compare 
very  favourably  with  those  for  England  and  Wales  of  16.7  and 
1 1 . 7 r e e pe  c t iv  el  y - 

The  Infantile  Mortality  Rato  of  34.4  is  slightly 
higher  than  that  of  the  rest  of  the  County  ( 32) . There  nave 
bc.n  no  deaths  from  maternal  causes  and  no  dearths  from 
Inf  ctious  diseases'.  The  incidence  of  inf  c c tin  us  dis..  aS'~s 
has  boon  slim.ht,  no  caSv.  e of  diphtheria  have  been  reported. 
One  na’j  case  only  of  tulv  reulosis , a patient  transferred  from 
ano  the r dist r ict  • wa s notify d durin g t ho  77c  ar . 

The  Barn  ,ck  Hater  Supply  has  been  very  satisfactory 
in  quantity  and  quality. 

Uriel -.r  the  Council’s  Housing  Scheme,  36  houses  have 
been  c onr  1c  tod  , ( Witte  ring  20,  Barnaok  10),  and  work  was 
coma'  need  on  a furth.r  24."  houses  at  Wans  for  cl . 7 houses  were 

b u i 1 b und  e r p r i v a 1 1 n t rpriso  . 


SECTION  A. 


.if  *sj  r>j  • ••••©©«©eo*a0®*  «oP,'o«e»« 

Total  Populat ion 
Ho.  of  Inhabited  Houses  ....... 


14.545  acres 
2327. 

748  - 


Rat.,  ah'le  Value 

• © « 

. . £15,573. 

Sum  i\  prose n to 

d by 

Penny  Ra 

to 

. £59 . 

SOCIAL 

C^NDITIrN.  The 

ma  i n 

indu 

s try 

i 

s agriculture. 

M. 

F. 

T TV"  BTMU8.  Total 

58 

27 

31 

) 

Birth  Rate  per  1,000  of 

‘ 

Lev  it  iraat  e 

26 

31 

) 

estimated  resident  pop- 

11  leg  itim&tc 

1 

0 

) 

ulation  - 24.9. 

STILL 

BIRTHS. 

legitimate 

1 

1 

11 leg  it imato 

- 

- 

PE  TH . 

Tot-1 

22 

10 

12 

) 

Death  Rato  per  1,000  of 

) 

cstinrtod  resident  pop- 

) ulation  - 9.3 


Deaths  from  Puo rpora'.l  Sepsis  . Nil. 

Depths  from  oth,  r Puerperal,  causes  Nil 


« 


D..ath  Rato  of  Infants  under  one. 


2AMA_2eiL„.AA:“ 

Two  deaths  occurre  d in  children  under  one  yemr  of  ago . 


All  infants  per  1,000  live  births 34.4. 

Legitimate  infants  per  1,000  legitimate  births 34.4. 

1 11  eg  it  inn  te  infants  per  1 ,0^0  illegitimate  births Fil. 

Deaths  from  Measles  (all  ag  e ) Nil. 

Deaths  from  Whooping  Coup-  Fil. 


J.  V..' 

Deaths  from  Di.rrhoea  (under  E ::rs  of  ago)  .... 

Corresponding  r-,.tos  for  England  md  ~7"lce . 

Birth  Rate  16.7 

Death  R~  to  .... ......  11.7 

Death  R-te  per  1 ,Or'°  live  births 
of  all  infants  under  1 ye-\r  of  age..  32 

The  re  has  been  an  incr . sc  in  the  Birt’  Rate  of  the 
District  of  1.6  compared  with  1948. 

There  has  boon  a do  or  ease  in  the  De  th  Ra  t e of  the 
D is  t r i c t o f 2 .9  c o m pa  r e d w 1 th  19 4 8 . 


SECTION  B. 


( a ) Laboratory  Facilities . 

By  contract  with  Ministry  of  Health  Emergency 
Public  Health.  I boratory.  Memorial  Hospital, 

Peterborough,  at  the  cost  of  £7.10.0.  per  annum. 

( b ) Far  sing  :in  the  Horn  . 

(1)  General  - District  Fur  sing  Service  under  the 

County  Council  is  available  to  all 
vill  ages  . 

(2)  Infectious  Cases  - Fo  provision  made  by  the 

Counc i 1 . 

( c ) Clinics  and  Tr o a trnon t Centres  . - Inf  ant  W o 1 far e C 1 in i c s 

are  provided  in  Barnacle, 

T ho  rn  h augh  a nd  W i 1 1 e r ing  . 

( d)  Hospitals . 

Acute  medical  ~nd  surgical  C'ses  are  admitted  chi  of  137 
to  Stamford  Hospital  . 

Chronic  sick  arc  admitted  to  either  St.  John’s  Close, 
Peterborough  or  St.  George’s  Hospital,  Stamford. 

Admission  to  both  these  hoe  pit  Is  has  boon  difficult. 


( 0 ) National  Assistance  Act  1948.  Fo  action,  has  been  taken 

during  the  year. 

SECTION  C.  SANITARY  OIRCHfeTAFCaS  OR  THE  .REA . 


(l)  v AiT-R.  The  District  is  provided  with  two  piped  supplies, 

* Barrack  and  Thornhaugh,  owned  by  the  Council. 

The  Parishes  of  Wo thorps  and  St.  Martin’s  Without 
are  supplied  by  the  Sta  ford  Water  Company. 

Bacteriological  examinations  arc  carried  out 
at  the  Peterborough  Emergency  Public  He  1th 
laboratory,  Memorial  Hospital,  Peterborough. 
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♦ 


Wittering  is  proviso  A with  a piped  supply 
from  the  Stamford  Water  Works  and  it  is  in- 
tended to  extend  this  supply  to  Thor nhaugh 
and  Wans  ford  . 

All  villages  in  the  District  have  now  a 
piped  supply. 

ENA CI-:  SU V ^LY  - PORV  HOI, Y.  Chlorinat c d at  source. 


Quality  - The  quality  and  quantity  of  water  have 
he  on  ver  y s ati s f ae t ory . 11  s ample s were 

taken  for  bacteriological  examination  of 
both  raw  and  chlorinated  water  with  the 
f o 11  o w 1 os'  r o s u 1 1 s : - 

7 2%  ~ Class  i. 

18fo  - Class  11. 

0%  - Class  111. 

10%  - Class  IV. 

A 1 1 oh lor ina ted  r am  lo s w o r o Cl as s 1 . 


Quantity  - Has  bean  adequate. 
'"T7H.;UG:T  WaTYH  BITPPIY  - SPBINQS . 


Chlorinated  at  source. 


This 

supply  has 

been  adc 

qua  to 

in 

q ua 

,nt  ity 

hut  results 

still  s 

how  1 i 

ab ility 

to 

surf  a 

cc  pollution 

» 

11  s 

amnios  were 

taken  fo 

r bact 

eri  o logical 

ana 

, lysis 

• _ 

45  % 

Class 

1 . 

36f: 

Class 

13  . 

0% 

Class 

111. 

19% 

Class 

IV. 

A 1 3.  c h 1 o r in  a t e d s amp  1c  s wo  r c Cl  a s s 1 . 

It  has  not  been  necessary  to  make  any  chemical  analysis 

of  water. 

( 2 ) DU.  IN  AGE  AND  SEVER. -C-E . 

T %m  po  r . r y o ^ w a a disooe  -a  1 wo  rias  -fo  operating 
for  drain  ..go  from  council  houses  at  Thomnaugh, 

Wittering  and  Pi  Is  gate  The  scheme  for  a general 

sewage  disposal  system  for  the  whole  district  is 
s t il 1 un d or  co ns idcrat ion . 


(1) 

Closet 

A c e o mmod  ati on 

Pail  closet. 

(2) 

Pub  lie 

Cleansing 

By  the  Counc il 

Scavenger  of  pail  closet 
and  dry-house  refuse 
throughout  the  District. 

(3) 

ban  it ary  Inspection  of  the 

Area. 

No.  of  inspections  made  - 14-9.  Be  - vis  it  f*  - 374. 

Cl  Informal  notices  have  been  served  under 
Publ  ic  He  a3.  t h n d Ho  us  in  a Acts 
during  the  year. 

1 Notice-  wae  outstanding  at  th w end  of 
the  year. 


Digitized  by  the  Internet  Archive 
in  2016  with  funding  from 


Wellcome  Library 


https://archive.org/details/b28901915 


( 4 ) School?:- . 

Pail  closets  are  in  use  in  all  schools. 

Barnaul  has  a twice  weekly  collect  ion  ho  Scavenger. 

SECTION  P HOUSING . 

11  Informal  Notices  were  served  on  ownore  to  carry 
out  small  general  repairs. 

No  notices  wore  outstanding  at  the  end  of  the  year. 
Provision  of  new  houses  is  still  an  urgent  necessity. 
No  action  h.»c  he  on  .. oosi-.il  under  Section  11  or  tb..  1936 
Housing  Act  t*  r-li.cvc  those  f *:n  il  ie  s living  in  houses 
doomed  unfit  for  human  habitation  by  reason  of  disrepair 
and  sani t ary  do fo c te . 

PT.i,M'  8 AND  BUILD  INCA. . 

25  nl  ne  hove  been  submit  tod  for  •roval  wit 


19  for 

1948. 

Hous  in  a 

Sc s. 

Houses 

c o mpl e t o d du  r i no 

th  o ye  ar 

Y/ittoring 

20. 

B \t.vh  ;c.:' 

16. 

House  s 

in  -roc ess  of  building 

Wans ford 

24. 

SBCTI^TT 

E.  insect  :pn 

NT)  SUPP AVISTA 

o :•  ac'Td. 

(a)  Tin.;-  'nt>  DAIRIES  CANA? 


D iri'C  and  Cowsheds. 

Li  cent  s r t 

eu  d urine  th*.-  ‘W  • 

J: : - 

Producers 

nil. 

Hr  tail 

nil . 

Licences  cant; <-• 

lied  ci  v:.r  in'  tl'C  v 

v r : - 

Producers 

nil. 

Hut ail 

nil. 

Parti c;i  1 re-  of 

H"  "0  st ' r at  v od 

r't  t’oo  v\! 

• r : - 

Producers  ( W> o 1 *• 1c 

) - 6 

Bo.  (Rrt-'il) 

9 

Pu r v e ■ or  r v; i t h or  c n i 
outs  id  e the  D ^ & t r i o 

see 

t - 1 

T...JT-  ' rp  - .Tp  r-rp-qr^Ti 

FP^PS.  - p-.-.’n"  i 

c Health  ( 

R» 

:ttl  tiO’-e 

1934:- 

Slaughter  Houses  . . . 

. . . . . No- 

it:  il.’.  W 

Bah 

ehouses  ........ 

" • o • • 

2 . 

POOD  POISONING 

OUTBREAKS . 

Nil 

r : 't  i 

3 CTION  F.  FRFVAXEHCr  OF  ATD  CPNTrTI  OVER  IUPPCTr'US  . HD 


OTHER  PISE  , SEE . 

Pat louts  suffering  from  infectious  diseases  a. re 
admitted  to  the  Peterborough  Isolation  Hospital  under  the 
Peterborough  Area  Hospital  Management  Committee.  Accomm- 
odation has  b e on  suite  ad  c q u:  1 1_ . The  inc  i de  nc  o an  d 

so verity  of  notifiable  infectious  diseases  have  again  boon 
very  low;  with  only  9 cas.s  of  scarlet  fever,  no  diphtheria, 

13  whooping  cough  and  4 measles.  Two  mild  cases  of 
acute  poliomyelitis  occurred  and  were  admitted  to  the 
Isolation  Hospital,  Peterborough. 

Ambulance  removals  have  been  prompt  and  very  satisfactorily 
c a r r i od  ou  t . 

DIPHTHERIA  IMHUH ISATI^H . 

Immunisation  is  provided  by  the  County  Council  and 
the  general  practitioner  services.  Ho  c scs  of 
diphoria  have  been  reported  in  the  District  sine c 1942. 

BED  PUGS. 

Ho  cases  were  reported  during  the  year. 

PEP I CUPP SIS . 

Ho  case's  have  been  reported  during  the  ye  ar. 

HOT  I?  I...  BID  DISl-SrS.  (OTHER  THAN  TUBERCULOSIS). 

Total  cases  Cases  admitted  Total 

notified.  to  Hospital.  Deaths. 


Scarlet  Fever  9 

Diphtheria 

Puerperal  Pyrexia 

Who  o p ing  C o ug  h 1 3 

Measles  4 

Poliomyelitis  2 

Pneumonia  1 


.lac  Distribution  of  the  notified  Infectious  Diseases 


Under  1. 
1-2  vrs. 
3-4  it 
5-9  h 
P-  34  " 
15-24  " 


Total 


Scarle  t 
Fc  ve  r . 

Pnuc- 
mon i a . 

Polio 
myclit is . 

Moasle s . 

M.  A . 

M.  A. 

M.  A . 

m.  a . 

1 

— 

— — 

i i 

2 1 

- 

- - 

i 

2 3 

1 

i 

; 1 

. 

i 

5 4 

. 

1 



i i ! 

3 1 

Whooping 
Cough . 


M. 


3 

1 


5 


r~i  tO 


c 


*1 


N0N-N0TIN1  .W  I>IST"AS~5 . 

Nothing  of  importance  to  report. 
C INCER 


Thor .5  has  toon  no  undue  nr o valence  of  concur 
in  the  District. 

TU  RE  E CULO  S I S . 


Now  Cases. 

Deaths . 

"Re  so.  Non- 

Res  o. 

Rose.  Non-Rosp. 

M.  F.  M. 

F. 

H.  F.  M.  F. 

35 

rvo 
j+a  • 

1 

( Transfer 

ease  ) 

To  t- 

a 

1 

----- 

factory  act, 

1.  Inepo c ti one  for  purposes  of  provisions  as  to  health,  * 
( including  inspections  made  b?7  Sanitary  Inspector). 


1 / 

i 

1 

• 

Number  of 

Promises 

(1) 

M/o 

lino 

No. 

(2) 

Number 

on 

Regis  ter 

(3) 

Ins  pc  c - 

tions. 

(4) 

Wr itt on 
Not  ices 

(5) 

Occupiers 

prosecuted. 

(6) 

factories  in  which 
Sections  1,2.3, 4,  & 6 

are  to  ho  en forced  by 

local  Authorities  ... 

r 

i 

i 

7 

12 

Factories  not  in- 
cluded in  (l)  in 
which  Section  7 is 
enforced  by  the 
local  Authority  ••• 



2 

6 

8 

1 

Other  premises  in 
whioh  Section  7 is 
enforced  by  the 
Local  Authority 
(excluding  out- 
v o r he  r s pr  c m .is  e e ) ... 

1 

3 

~! 

Total  j 

13 

SO 

1 

•• 

* 


' 


2 


C;*S'“S  IN  WHICH  DEJECTS  :>IZ?£  F^UND. 

(If  defects  are  discovered  at  the  premises  on  two, 

throe  or  more  separate  occasions,  thor  should 
be  reckoned  as  two,  three  or  more  "eases". 


No.  of  eases  in  which  defects 


i 

1 

1 

were 

fo  und 

j 

Referred 

eH 

O 

• 

c 

1 

To  H_;ir. 

~ By  H.M. 

eases  m 

Particulars  ! 

M/c 

Found  j 

Remedied 

Inspector 

i Inspector 

which  pros- 

i 

lino 

1 

ecut ions 

1 

l 

No. 

i 

were 

i 

i 

instituted . 

(i)  | 

(2) 

(3)  ! 

! 

1 

: 

(4) 

(5) 

(6) 

(7) 

Want  of 

i 

1 

Cleanliness 

j 

1 

(8.1.) 

j 

4 

j 

- 

- 

- 

1 

Over- 

j 

i 

crowding 

5 

_ i 

- 

- 

Unreason- 

1 

! 

ablo 

i 

temperature  j 

■| 

6 

! “ ! 

- 

- 

Inadequate 

! 

i 

vent  ilation 

7 

i ~ i 

- 

” 

- 

Eneffcctivc 

! 

! 

drainage  of 

| 

floors . 

8 

- 

- 

" 

San  it ‘Tv 

1 

Con- 

| 

venie nc  es 

! 

(a) 

! 

insuff ic- 

! ) 

ient 

9 

1) 

(b) 

j } 1 

1 

unsuit- 

1 ) 

able  or 

! ) 

defective 

10 

| ) 

(c) 

j 

not 

j 

1 

separate 

for  sexes 

11 

| 

- 

- 

“ 

Other 

; 

offences 

1 

1 

against  the 

» 

1 

■ 1 
I 

he  t . 

i 

(Not 

j 

j 

inc  luding 

j 

offences 

j 

i 

t 

relating 

i 

1 

j 

1 

i 

i 

to  Outwork). 

I 12 

L 

- 

- i 

i 

, f 

' 

1 

1 

1 i 

- 

*0 

m 

7 


DETAILS  Y’.TEE 


r\~  •> 


BABFACH  & PII-SGATE. 
ASHTOF  & B . I FT OF , 
UFFCHD. 

S^UTHOEFE. 

THOEFHAUGH. 

WAF SE^HD . 

ST » HABTIU;S  WITHOU 
WOTHPHPE. 

UITTEBIFG . 

Some  d we 


supply  if  t'hf  p;.pisrEs  ..eg  :iea  district. 

Estim?  ted:  - 


Total  number 

(a)  Waiter  sup- 

(d) Water 

of  houses. 

plied  dir- 

sup :lied 

ect  from 

Toy  stand- 

main  to 

pipes  . 

ho  us  o . 

{ a ) 

Ho  s 
of 

House  s . 

( D ) 

Ifo,  of 
1 rfvao - 

ii  ant  3 . 

; a) 

(b) 

£09 

154 

46  2 

55 

165 

57 

41 

123 

15 

45 

38 

26 

98 

11 

33 

46 

10 

30 

35 

105 

83 

52 

156 

20 

60 

59 

43 

129 

14 

162 

70 

49 

197 

21 

63 

51 

36 

108 

25 

75 

84 

64 

192 

25 

75 

ling  s in 

isolated  dist 

ricts  depend  on  wells 

I have  the 

honour 

to  be , 

Your 

ob  ed ien t 

servant , 

W.  UTLEY  H.:.WES. 

Medical  Officer  of  Health. 


July  1950. 


